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ACTION ARA-14 

INFO OCT-01 ISO-OO EB-08 /023 W 

088330 231914Z/47 

R 231133Z AUG 78 
FM AMEMBASSY CARACAS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 3523 
AMCONSUL MARACAIBO POUCH 

UNCLAS CARACAS 7873 

PASS TO: ITA/BED/OED/MEPD 


E.O. 11652: N/A 
TAGS: BEXP, BENC, VE 

SUB J : MAJOR PROJECT: ENELVEN'S COAL FIRED THERMOELECTRIC PLANT- 
REQUEST FOR ENGINEERING CONSULTING SERVICES 

REF: (A) AMCONSUL MARACAIBO 0110, (B) CARACAS 2731 

1 . PROJECT NAME: ENGINEERING CONSULTING SERVICES FOR COAL-FIRED 
THERMOELECTRIC PLANT. 


2. BRIEF DESCRIPTION: ENERGIA ELECTRICA DE VENEZUELA (ENELVEN) HAS 
ISSUED A CALL TO PREQUALIFY VENEZUELAN AND/OR FOREIGN COMPANIES WITH 
WIDE EXPERIENCE IN THE FIELD OF COAL-FIRED THERMOELECTRIC POWER 
PLANTS TO FORM INTER-DISCIPLINARY GROUPS WITH THE PARTICIPATION OF 
VENEZUELAN ENGINEERS. SUCH GORUPS SHOULD HAVE EXPERIENCE IN TOPO- 
GRAPHIC, GEODETIC, LACUSTRINE AND ENVIRONMENTAL STUDIES, ENGINEERING 
ECONOMICS AND PROJECT PROGRAMMING. GROUP TO BE SELECTED AS CONSULTAN 
T 

WILL REALIZE THE PROJECT AND EVENTUALLY SUPERVISE THE CONSTRUCTION 
OF THE INITIAL STAGE OF THE PLANT, WHICH WILL HAVE THE FOLLOWING 
FEATURES: 

(A) TYPE: TO GENERATE ELECTRICITY USING COAL OR OIL, OR BOTH. 

(B) LOCATION: DISTRITO URDANETA; ESTADO ZULIA; APPROXIMATELY 25 
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KILOMETERS SOUTH OF MARACAIBO, VENEZUELA. 

(C) INITIAL INSTALLED CAPACITY: TWO (2) UNITS OF 250 MW EACH; FINAL 
CAPACITY OF 2.000.00 KW APPROXIMATELY. 

(D) ENTRY INTO COMMERCIAL OPERATION OF COMPLETED PLANT: 
APPROXIMATELY 1984. 


3. EXECUTING AGENCY/PROJECT MANAGER: 
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C.A. ENERGIA ELECTRICA DE VENEZUELA (ENELVEN) 

CALLE 79 #62A-5 

(FRENTE HIPODROMO LA LIMPIA) 

URBANIZACION LOS OLIVOS 
MARACAIBO, ESTADO ZULIA, VENEZUELA 

4. STATUS OF PROJECT/ANTICIPATED BID DATES: FIRMS INTERESTED IN 
PARTICIPATING IN THIS PROJECT MUST PROVIDE THE PREQUALIFICATION AND 
COMPLEMENTARY DOCUMENTS LISTED BELOW TO ENELVEN AT 09:00 HOURS ON 
OCTOBER 23,1978 IN: 

CENTRO DE INGENIEROS DEL ESTADO ZULIA 
AUDITORIO 

CALLE 63, ENTRE AVENIDAS 3C Y 2B 

URBANIZACION VIRGINIA (DETRAS HOSPITAL COROMOTO) 

MARACAIBO, ESTADO ZULIA, VENEZUELA 
TEL: (061) 76713 AND 70060 

REQUIRED PREQUALIFICATION DOCUMENTS ARE: 

A. DOCUMENTS OF INCORPORATION OF THE CONSULTING FIRM(S). 

B. ORGANIZATION CHART(S) OF THE CONSULTING FIRM(S). 

C. FIELD(S) OF ACTIVITY OF THE CONSULTING FIRM(S). 

D. INFO REGARDING THE FIRM'S AND MEMBERS' WORK EXPERIENCE INDICATING 
THE COMPLETED WORKS. 

E. THE FIRM'S FULL-TIME NUMBER OF PROFESSIONALS, EXPERTS, TECHNICIANS 
AND EMPLOYEES INDICATING THEIR AVERAGE YEARS OF EXPERIENCE BY 
SPECIALTY. 

F. NAME OF THE FIRM(S) AND/OR INDIVIDUAL(S) WHICH ASSIST THE CON- 
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SULTING FIRM(S) ON EITHER PART OR FULL-TIME BASIS. 

(G) CERTIFICATION OF THE AGREEMENTS AND EXTENT OF THE CO-RESPONSI 
BILITY AND CO-LIABILITY DURING THE EXECUTION OF THE PROJECT IN CASE 
OF ASSOCIATIONS AND/OR CONSORTIA. 

H. TYPE OF AGREEMENT BETWEEN THE FOREIGN AND LOCAL FIRM, IF APPLI 
CABLE. 

I. THE FIRM(S) BALANCE SHEET FOR THE LAST 3 YEARS. REQUIRED 
COMPLEMENTARY DOCUMENTS ARE: 

1 . INFORMATION ON THE DATE OF INCORPORATION AND INITIATION OF THE J 
FIRM(S) PARTICIPATION IN THE ENGINEERING PHASE OF SIMILAR WORKS, 

IN EXCESS OF 100 MILLION BOLIVARS (US323.250.000 APPROXIMATELY). 

3. EVIDENCE OF EXPERIENCE IN THEMOELECTRIC PROJECTS. 

4. EVIDENCE OF EXPERIENCE IN COAL-FIRED THERMOELECTRIC PROJECTS. 

5. PREFERENCE WILL BE GIVEN TO MIXED COMPANIES, VENEZUELAN AND 
FOREIGN, EITHER ALONE, OR IN CONSORTIA, BUT WITH PARTICIPATION 

FROM VENEZUELAN ENGINEERS. THE PERCENTAGE (MAN/HOURS) ALLOCATED TO 
THE VENEZUELAN FIRM, AND A STATEMENT OF THE TOTAL JOINT RESPONSI- 
BILITY 

OF THE FIRMS, IF APPLICABLE, MUST BE INDICATED. 

6. FIRMS MUST MEET THE LAWS, RULES AND DECREES RELATED TO THE 
VENEZUELAN ENGINEERING/CONSULTING PROFESSION. 
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5. ESTIMATED PROJECT COST/FOREIGN CONTENT: SEE PARA. 1 OF REF A. 

6. COMPETITIVE FACTORS: AS MENTIONED IN PARA 4(5) ABOVE PREFERENCE 
WILL BE GIVEN TO MIXED COMPANIES WITH A RELATIVELY HIGH PERCENTAGE 
OF PARTICIPATION BY THE VENEZUELAN FIRMS. SEE ALSO PAR. 3 OF REF.A. 

7. EMBASSY UNDERSTANDS THAT THE FOLLOWING VENEZUELAN CONSULTING 
FIRMS HAVE SHOWN INTEREST IN THIS PROJECT: 

INELECTRA S.A. 

APARTADO POSTAL 62.471-CHACAO 
CARACAS, VENEZUELA 
TELS: 91-21-77 92.33.33 
TELEX: 23184 
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J.J. MARTINEZ Y ASOCIADOS 
APARTADO POSTAL 389 
MARACAIBO, ESTADO ZULIA, VENEZUELA 
TEL: (061) 71.201 TELEX: 62204 
CROWLEY 
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